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INTRODUCTION 


* 


This Career Education Resource Bibliography has been, compiled 
to assist you in locating materials pertinent to the development 
of career education programs--levels K-12. Information listed 
herein includes professional books as well as curriculum 
materials, films, tapes, and microfiche. Curriculum and audio 
visual materials are classified by career clusters. 

If you desire to order any of the books, please refer to the 
Publisher's Index (pp. 69-75). Source of information for each 
film or cassette is listed under the title. Microfiche may be 
obtained from ERIC Document Reproduction Service, Leasco 
Information Products, Inc., P. O. Drawer O, Bethesda, 
Maryland 20014. 

These documents have been reviewed by the Project Staff and 
used by teachers involved in Career Education Programs as 
part of Delaware's Occupational Vocational Education Model. 
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Health Careers - Bibliography For Guidance Counselors 
By Losi/Fabriell.er 

Published under a Project Grant from New Jersey Health Careers 
Service, 1970. 

Here's How 

Editor: Joanne Schreiber 
Scholastic Book Services 

How To Get A Job Overseas 
By Curtis W. Casewit 
ARCO Publishing Company, Inc. 

Illinois Teacher - For Contemporary Roles 
Volume XV, No. 2, Nov. -Dec., 1971 
Volume XV, No. 3, Jan. -Feb., 1972 
Volume XV, No. 5, May - June, 1972 

A publication of the Division of Home Economics Education, 
Department of Vocational and Technical Education, College of 
Education, University of Illinois, Urbana, Ill. 61803 

Innovations In The Use Of Career Information 
By Joyce M. Chick 

Houghto.n-Mifflin Company (Guidance Monograph Series) 

Job Guide For Young Workers (1969-70 Edition) 

U. S. Department of Labor, Manpower Administration 

Job Placement: A Guidebook For Counselors 
New Jersey Department of Education 
Division of Vocational Education 

Jobs: An Updated Look Into The Future 
Changing Times Education Service 
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Looking Ahead To A Career 
U. S. Department of Labor 
Superintendent of Documents 

New Approaches To Counseling Girls In 1960's 
Midwest Regional Pilot Conference 
Superintendent of Documents 

No Experience Necessary 

By Sande Friedman & Lois C. Schwartz 
Dell Publishing Company, Inc. 

Occupational Education 

By William R. Hoots, Jr., Ph.D. 

A program of Career Guidance and Occupational Education 
Developed for the Washington County Public Schools, Plymouth, 
North Carolina. 

Occupational Essentials (Skills & Attitudes for Employment) 

By David J. Richter 

h. c. Johnson Press, Inc., Vocational Education Division 

Occupational Information And Guidance (Guidance Monograph Series) 
By Daniel Sinick 
Houghton Mifflin Company 

Occupational Manpower And Training Needs 
Bulletin 1701, U. S. Department of Labor 
Bureau of Labor Statistics, 1971 . 

PAC - People And Choices Career Folios - Introductory Set 
By Bernard C. Watson 
DUE Division of Urban Education 
Harcourt Brace Jovanovich, Inc., 1970. 

Psychological Influence s On Vocati o nal Development 
By Donald G. Zytowski 
Houghton Mifflin Company 

Room To Grow - Pupil Work Book 

Division of Pupil Personnel and Counseling, The School District 
of Philadelphia 
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Selected Characteristics Of Occupations (Physical Demands, 
Working Conditions Training I'lme) 

A Supplement to the Dictionary of Occupational Titles, 1966. 

U. S. Department of Labor 

Selected Characteristics Of Occupations By Worker Traits And 
Physical Strength 

Supplement 2 to The Dictionary of Occupational Titles, 1968. 
U. S. Department of Labor 

Students' Vocational Choices: A Review And Critique 
By Duane Brown 
Houghton Mifflin Company 

Succeeding In The World Of Work 

Grady Kimbrell & Ben S. Vineyard, Ed.D. 

McKnight & McKnight Publishing Company, 1970. 

Suffix Codes For Jobs Defined In The Dictionary of Occupational 
Titles 

U. S. Department of Labor, Manpower Administration, 

Feb. 1967. 

The Complete job Hunting Guide 
By Ess Wein 

Cornerstone LIBRARY Publications 
Simon and Schuster, Inc., 1966. 

The Teacher's Role In Career Development 
By Tennyson, Scidahl, Mueller 

State of Minnesota, Department of Education, St. Paul, 
Minnesota, 1960. 

The Theory/ P ractice Of Communicating Educational And Vocational 
Information 

By Ann Mart:n 
Hough-.cn Mifflin Company 

Theories O f Occupational Choice And Vocational Development 
By Joseph Zaccaria 
Houghton Mifflin Company 

The Vocational Guidance Quarterly 
Volume 18, Ho. 2, December 1969. 

National Vocational Guidance Association, Inc. 
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Turn Yourself On - Goal Planning For Success 
By Robert E. Linneman 
Richards Rosen Press, Inc. 

Vocational Guidance And Career Development 
By Hansen Peters 
The Macmillan Company, 1970. 

Voices Of Creative Man - Teacher's Edition 
By Sydney LaRue & William T. LaRue 
Leswing Communications, San Francisco 
For Stone Educational Publications, Chicago, 1970-71 . 

Voices Of Man At Work - Teacher's Edition 
By William T. LaRue & Sydney LaRue 
Leswing Communications, San Francisco 
For Stone Educational Publications, Chicago, 1970-71 . 

What Do People Do All Day? 

By Richard Scarry 
Random House, Inc., 1968. 

World Of Work - A Handbook For Teachers And Counselors 
By Charleta J. Dunn, Ed. D. & Bill F. Payne, Ed.D. 

Leslie Press, Inc. 

World Of Work Survey Course 

Published by World of Work Education, Detroit Public Schools, 
Detroit, Michigan. 


CURRICULUM MATERIAL - GENERAL 

Career Education Resource Guide 

By Career Programs, General Learning Corporation, 1972. 

i 

Career World - Ihc Continuing Guido lo Careers - Fa mphie t 
By Curriculum Innovations, Inc., 501 Lake Forest Avenue, 
Highwood, Illinois, 60040, 1973. (Minimum order of 15 at 
$2.95 per student, monthly publication.) • 

Ger r ish's Technical Dictionary 

By Howard H. Gerrish, Professor, Industrial Arts 
Goodheart-Wilcox Company, Inc., 1968. 

1972 Curriculum Materials For Vocational-Technical Education 
State of New.Jersey, Dept, of Education, Div. of Vocational 
Education, Curriculum Laboratory, Rutgers University. 
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Our Catalog 

Workshop For Learning Things, Inc., 1971. 

Popular Mechanics Do-It-Yourself Encyclopedia 
16 Volumes plus 1971 Yearbook 
Book Division, Hearst Magazines. 

Skilled And Semi-Skilled Occupations - Poster Series 
By James P. McGough 
J. Weston Walch 

(This set issued to Middle School Library) 


AGRI-BUSINESS & NATURAL RESOURCES 

Career Opportunities, Agricultural, Forestry. And Oceanographic 
Technicians 

Edited by Howard Sidney 

J. G. Ferguson Publishing Company 

(library of Congress catalog No. 79-92022) 

Your Future In Forestry 
By David H. Hanaburgh 
ARCO Publishing Company, Inc. 


BUSINESS AND OFFICE 


Career Opportunities For Women In Business 

By Alice Gore King, Executive Director, Alumnae Advisory 
Center 

E. P. Dutton & Company, Inc., 1969. 

Danny Graham, Banker 
By Michael Braude 

T. S. Denison & Company, Inc., 1966. 

A story explaining the functions of a bank and describing its 
operation. 

I Want To Be A Secretary 
By Eugene Baker 

Childrens Press, Chicago, 1969. 

Larry Learns About Computers 
By Michael Braude 

T. S. Denison & Company, Inc., 1969 
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Your Future In The Electronic Computer Field 
By Dause L. Bibby 
ARCO Publishing Company, Inc. 


COMMUNICATIONS AND MEDIA 


A Designer's Note Book 
By Arthur Anderson 

McKnight & McKnight Publishing Company 

American Symbols - A Pictoral History 
Compiled by Ernst Lehner 

William Penn Publishing Corp. , New York, 1957, 

Communicating With Graphics 

By Bently, Olson, Strandberg, Wiper 
A. B. Dick Company, 1970. 

Graphic Arts 

By Frederick Kagy 

Goodheart-Wilcox Company, Inc., 1970. 

It's So Simple - Click And Print 

Education Development Center, Inc., 1969. 

Making The Most Of Charts 
Department of Navy 

Photo-Offset Fundamentals 
By John E. Cogoli 

McKnight & McKnight Publishing Company, 1960 

The Camera Cookbook 

Education Development Center, Inc. 

Your Future Ir. Photography 
By Victor Keppler 
ARCO Publishing Company, Inc. 


CONSTRUCTION 

Basic Electricity 
By C. E. Matson 

McKnight & McKnight Publishing Company, 1961 
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Basic Electricity 
By Paul Zbar 

McGraw-Hill Book Company, 1966. 

Batteries And Bulbs II 

Published by Elementary Science Study of Education Develop¬ 
ment Center, Inc. 

(An electrical gadget suggestion book) 

Blueprint Reading - Book I (A self-instructional program) 
Produced by Westinghouse Learning Corporation 

Blueprint Reading And Sketching 
By R. Paul Lightle 

McKnight & McKnight Publishing Company 

Building-Construction And Design 
By Harry Ulrey 

Howard W. Sams & Company, 1970. 

Building Trades Air Conditioning Guide 

Nebraska Department of Education, Division of Vocational 
Education 

Building Trades Carpentry Guide 

Nebraska Department of Education, Division of Vocational 
Education 

Building ’rades Electricity Construction Guide 

Nebraska Department of Education, Division of Vocational 
Education 

Build.ing Trades Heavy Equipment Guide 

Nebraska Department of Education, Cecil E. Stanley, 
Commissioner, Division of Vocational Education 

Building Trades Masonry Guide 

Nebraska Department of Education, Division of Vocational 
Education 

Building Trades Painting And Decorating Guide 

Nebraska Department of Education, Division of Vocational 
Education 

Building Trades Plumbing And Pipe Fitting Guide 

Nebraska Department of Education, Division of Vocational 
Education 
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Building Trades Roofing Guide 

Nebraska Department of Education, Division of Vocational 
Education 

Building Trades Sheet Metal Guide 

Nebraska Department of Education, Division of Vocational 
Education 

Cardboard Carpentry 

Education Development Center, Inc. 

Cardboard Carpentry Workshop 

The Design Lab of Education Development Center 

Carpentry And Building Construction - A technical manual 
Headquarters, Department of the Army 
Department of the Army, April 1960. 

Construction Projects For Elementary Grades 
By Willoughby/Risk 
Prakken Publications, Inc. 

Drafting 

By Walter Brown 

Goodheart Wilcox Company, Inc. 

Drawing And Blueprint Reading 
By Shriver L. Coover 
McGraw-Hill Book Company 

Electricity 

By Howard Gerrish 

The Goodheart Wilcox Company, Inc. , 1968. 

Electronics 

By Howard Gerrish 

The Goodheart Wilcox Company, Inc. 

Experiments For Electricity 
By Nelson W. Fuller 

Howard W. Sams & Company, Inc., 1972. 

Exploratory Electricity 
By Arnold/Schank 

McKnight & McKnight Publishing Company 
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Home And Building Maintenance 

By James Woodin & Louis E. Kayes 

McKnight & McKnight Publishing Company, 1969. 

Industrial Arts - Teacher Guide For Elementary Grades 
Prepared by Gus V. Pascale 
Vocational Division - Curriculum Laboratory, 

New Brunswick, New Jersey 

I Want To Be An Architect 
By Eugene Baker 

Childrens Press, Chicago, 1969. 

MB Mini Barn 

By William R. Alexander 
MB Mini Barn, Inc. 

Measure Up 

By C. H. Kahn, S. K. Herring & R. Tonq 

Fearon Publishers, Inc., Education Division, 1968. 

Measure Up - Teacher's Manual And Answer Book 
(To accompany Measure Up ) 

By C. H. Kahn, S. K. Herring, & R. Tong 

Practical Electricity 
By Robert Middleton 

Theodore Audel & Company, A Division of Howard W. 

Sams & Company, Inc., 1971. 

Principles Of Electric Wiring 

Prepared by Francis Chervenak & Joseph J. Mancuso, 
Instructors 

State of New Jersey, Department of Education, Division of 
Vocational Education 

(A text on Electrical Wiring Principles for the Ninth and 
Tenth Year Student Studying Industrial Electricity.) 

Teaching Drafting Principles To Slow Learners 
By Leslie Langston 

Sept. 1970, Conducted under a mini-grant from the New 
Mexico State Department of Education. 

The Art of Bricklaying 
By J. Edgar Ray 

Charles A. Bennett Company, Peoria, Illinois 
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The World Of Construction 

By Donald G. Lux & Willis E. Ray, Co-Directors: 

Industrial Arts Curriculum Project 

McKnight 6 McKnight Publishing Company 

Library of Congress Catalog No. SBN: 87345-462-6 

Library of Congress Catalog No. SBN: 87345-465-0 (Teacher's 

Guide. 

Library of Congress Catalog No. SBN: 87345-463-4 (Semes¬ 
ter One) 

Library of Congress Catalog No. SBN: 87345-464-2 (Semes¬ 
ter Two) 


Wood-Frame House Construction - Handbook No. 73 
By L. O. Anderson & O. C. Heyer 
U. S. Department of Agriculture 

Your Future In Welding 
By L. D. Thomas Berg 
ARCO Publishing Company, Inc. 


CONSUMER AND HOMEMAKING 

Air Conditioner N00330 - 1 Package 

Educational Services American Gas Association, Inc. 

(Issued to Middle School Library) 

American Home Economics Association - Folder of Pamphlets 
American Home Economics Association 

Better Buymanship - Foods 
Editors of CO-ED 

Published by Junior-Senior High School, Division of 
Scholastic Magazine, Inc. 

Better Homes And Gardens New Cook Book 
Better Homes <S Carders Books, 1971 

Library of Congress Catalog No. 75-105, SBN: 696-00010-5 

Careers In Home Economics 

Poster Series by Louise Lemmon 
J. Weston Walch 

Dryer - N0025Q - 1 Package 

Educational Services American Gas Association, Inc. 

(Issued to Middle School Library) 
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Educational Kit N0Q010 Natural Gas - Science Behind Your 
Burner - 1 Pack Filmstrip 

Educational Services, American Gas Association, Inc. 
(Issued to Middle School library) 

Education Kit N00170 Range - 1 Package 

Educational Services, American Gas Association, Inc. 
(Issued to Middle School Library) 

Effective Teaching Through Effective Planning 
By Russell J. Call 
J. Weston Walch 

Experiments With Gas - 1 Booklet 

Educational Services, American Gas Association, Inc. 
(Issued to Middle School Library) 

Fashion Careers - Poster Series 
By Marion Roberts 
J. Weston Walch 

First Foods - Plus Teachers Guide 

By Marion L. Cronan & June C. Atwood 
Charles A. Bennett Company, Inc., 1971. 

First Love 

By Gay Head 
Scholastic Book Services 

G ~>s Me.or - No. JO 1 00 - 1 Package 

Including The Science of Laundering N00140 
Educational Services, American Gas Association, Inc. 
(Issued to Middle School Library) 

Home Economists In Action 

Py Nancy Mills 
Scholastic Book Services 

Home Economics Related Occupations 
By Penelope Easton Kupsinel, P'n.D. 

The Interstate Printers & Publishers, Inc., 1967. 

Homemaking In The Elementary Schools 

Prepared by Suzanne Sickler, Supervisor, Home Economics, 
West Orange Public Schools 

Published by Department of Vocational Technical Education, 
Rutgers, The State University, Curriculum Laboratory 
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Posters - How To Get Along With Others 
Published by J. Weston Walch 

Incinerator N00380 - 1 Package 

Educational Services, American Gas Association, Inc. 
(Issued to Middle School Library) 

Natural Gas Serves Our Community - 2 Booklets In Cut-Out Kits 
Educational Services, American Gas Association, Inc. 
(Issued to Middle School Library) 

Natural Gas Serves Our Community - 2 Kits 

Educational Services, American Gas Association, Inc. 
(Issued to Middle School Library) 

Occupational Home Economics Notebook 
Penelope Easton Kupsinel, Ph.D. 

The Interstate Printers & Publishers, Inc. 

101 Things To Make For Fun Or Money 
Miriam Morrison Peake 
Scholastic Book Services 

The Co-Ed Cook Book 
Henrietta Fleck 
Scholastic Book Services 

The Co-Ed Book Of Charm And Beauty 
Editors of Co-Ed Magazine 
Scholastic Book Services 

The Co-Ed Date Book 

Editors of Co-Ed Magazine 
Scholastic Book Services 

The Co-Ed Decorating Book 
By Roberta Fry Smith 
Scholastic Book Services 

The Co-Ed Sev/inq Book 
By Marian Ross 
Scholastic Book Services 

The Complete Family Sewing Book 

Published by Curtin Publications, Inc. 
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The History Of Natural Gas 


Educational Services, American Gas Association, Inc. 
(Issued to Middle School Library) 

The Story Of Natural Gas Energy N00480 

Educational ’Services, American Gas Association, Inc. 
(Issued to Middle School Library) 

Vitamins And Minerals - Posters 
Published by J. Weston Walch 

Water Heater Works NQ021Q - 1 Package 

Educational Services, American Gas Association, Inc. 
(Issued to Middle School Library) 

ENVIRONMENTAL CONTROL 

Career Opportunities - Ecology, Conservation. And 
Environmental Control 

Compiled by the J. G. Ferguson Editorial Staff 
J. G. Ferguson Publishing Company 
Library of Congress Catalog No. 77-134012 


FINE ARTS AND HUMANITIES 


Careers And Opportunities In The Theatre 

By Jean Dalrymple, General Director, New York's City 
Center Drama and Light Opera Company 
E. P. Dutton S Co., Inc., 1969 


HEALTH 


About Terry And Jimmy And The Pharmacist 
I By Frances 3. Thompson 

Melmont publishers, Inc., Chicago 

Career Opportunities, Health Technicians 
Edited by Robert E. Kin singer 
J. G. Ferguson Publishing Company, 1970. 

Let's Go To A Hospital 
By Florence w. Rowland 
G. P. Putnam's Sons, 1968. 
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Your Future In Hospital Work 
By Richard Weir Kirk 
ARCO Publishing Co., Inc. 


HOSPITALITY AND RECREATION 

Careers And Opportunities In Sports 
By Stan Isaacs 

E. P. Dutton & Co., Inc., 1968. 

Hospitality 

State of New Jersey, Department of Education, Division 
of Vocational Education 

Vocational-Technical, Curriculum Laboratory, Rutgers - 
The State University 


MANUFACTURING 


Basic Plastics 

By Lloyd Schmidt 

Howard W. Sams & Company, Inc. 

Children Study American Industry 
By Harold G. Gilbert, Ph.D. 

William C. Brown Company, Publishers 

Contemporary Lamps 

By Wallace W. I Holbrook 

McKnight & McKnight Publishing Company 

Creative Design For The Industrial Arts Teacher 

Design Research Team, Department of Industrial Education, 
University of Minnesota 
Ford Motor Company 

Drawing For Product Planning 
By George E. Stephenson 
Charles A. Bennett Company 

Elements Of American Industry 
By L. Smith & M. Maddox 

McKnight & McKnight Publishing Company, 1966. 
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Exploring Power Mechanics 
By Harold T. Glenn 
Charles A. Bennett Company, Inc. 

(Accompanied by Power Mechanics Workbook and 
Answer Sheet) 

Finishing Technology 

By George A. Soderberg 

McKnight & McKnight Publishing Company 

General Industry 

By John Lindbeck & Irvin Lathop 
Charles A. Bennett Company, Inc. 

(Set includes Text, Guide for Teaching Manufacturing in 
General Industry, Work Book & Answer Book, and 
Laboratory Manual.) 

General Plastics 

By Raymond Cherry 

McKnight & McKnight Publishing Company 

General Power Mechanics 

By Worthington, Margules , Crouse 
McGraw-Hill Book Company 

General Shop - Metal Work 
By Draaoo/Reed 

McKnight & McKnight Publishing Company, 1964. 

General Shop Projects 

By Manley Lawrence Zanco 

McKnight & McKnight Publishing Company 

General Shop Woodworking 

By Verne C. Fryklund & A. J. La Berge 
McKnight & McKnight Publishing Company, 1965. 

Glenn's Auto Troubleshooting Guide 
By Harold T. Glenn 
Chilton Book Company, Philadelphia 

Handwrought Jewelry 
By Lois E. Franke 

McKnight & McKnight Publishing Company, 1962. 

How To Repair Small Appliances - Volume 1 
By Jack Darr 

Howard W. Sams & Company, Inc., 1971. 
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How To Repair Small Appliances - Volume 2 
By Jack Darr 

Howard W. Sams & Company, Inc., 1971. 

Industrial Education Materials 
Published by McGraw-Hill 

Innovative Programs In Industrial Education 
By Leslie Cochran 

McKnight & McKnight Publishing Company, 1970. 

Machines For You 

By F. Wenderoth Saunders 
Little, Brown & Company, 1967. 

Machines That Built America 
By Roger Burlingame 
Harcourt, Brace & World, Inc., 1953. 

Man, Society, Technology 

By American Industrial Arts Association 

Manufacturing In The School Shop 

By Robert W. Haws & Carl J. Schaefer 
American Technical Society, 1960. 

Metal Projects 

By John R. Walker, Bel Air High School, Bel Air, Md. 
Goodheart-Wilcox Company, Inc. 

Metalworking 

By T. Gardner Boyd 
Goodheart-Wilcox Company, Inc. 

198 Easy Wood Projects 
By Floyd Morris 

Goodheart-Wilcox Company, Inc., 1970. 

Plastics 

Cope/Conaway 

Goodheart-Wilcox Company, Inc., 1966. 

Plastics—Projects & Techniques 
By Alvin Loppin 

McKnight & McKnight Publishing Company 
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Plastics Technology - Basic Materials And Processes 
By Robert S. Swanson 

McKnight & McKnight Publishing Company, 1965. 

Power Mechanics 
By Pat Atteberry 

The Goodheart-Wilcox Company, Inc., 1968. 

Power Mechanics Workbook 
By Harold T. Glenn 
Charles A. Bennett Company, Inc. 

(Self-Check Test Answers included—This accompanies 
Exploring Power Mechanics) 

Power - Prime Mover Of Technology 
By Joseph Duffy 

McKnight & McKnight Publishing Company, 1964. 

Practical Metal Projects 
By M. J. Ruley 

McKnight & McKnight Publishing Company 

Projects In General Metal Work 
By M. J. Ruley 

McKnight & McKnight Publishing Company 

700 Science Experiments For Everyone 
By UNESCO 

Doubleday & Company, Inc., 1958. 

Sheet Metal Work 

By Robert Smith, Ph. D. 

McKnight & McKnight Publishing Company, 1961 , 1952. 

Small Gasoline Engines 
By K. L. MacDonald 

Howard W. Sams & Company, Inc., 1970. 

Small Gas Engines-Training Manual 
By Ted Pipe 

Howard W. Sams & Company, Inc., 1971. 

Styling The Look Of Things 

Public Relations Staff, General Motors, Detroit, Michigan. 

Teacher's Guide For Wood Technology Transparencies 
. By DCA Educational Products , Inc. 
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Teaching Children About Technology 
By Mary-Margaret Scobey, Ed.D. 

McKnight & McKnight Publishing Company 

Teaching Elementary Industrial Arts 
By Boyd Miller & W. R. Gardner 
Goodheart-Wilcox Company, Inc. 

The World Of Manufacturing 

Co-editors: Donald G. Lux & Willis E. Ray and 
A. Dean Hauenstein, Assistant Director, The Ohio 
State University Research Foundation, Columbus, 
Ohio 

McKnight & McKnight Publishing Company, 1971. 

2,000 Designs, Forms And Ornaments 
Compiled by Michael Estrin 
William Penn Publishing Corporation, 1947. 

Understanding America's Industries 

By Carl Gerbracht & Frank E. Robinson 
McKnight & McKnight Publishing Company 

Voices Of Tools And Machines - Teacher's Edition 
By Sydney LaRue & William T. LaRue 
Leswing Communications , S a n Francisco for 
Stone Educational Publications, Chicago, 1970-71. 

What Makes TV Work ? 

■ By Scott Corbett 
Little, Brown and Company 
(An Atlantic Monthly Press Book) 

Woodworking 

By Willis Wagner 

The Goodheart-Wilcox Company, 1968. 

Workbook For General Metals 
By John Feirer 

McGraw-Hill Book Company, 1967. 

Workbook For General Shop 

By Chris Groneman & John L. Feirer 
McGraw-Hill Book Company 

Your Future In Air Conditioning And Refrigeration 
By Donald F. Daly 

ARCO Publishing Company, Inc. 
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Your Future In Automotive Service 
By Dawson Taylor & James Bradley 
ARCO Publishing Company, Inc. 


MARINE SCIENCE 


Career Opportunities , Agricultural, Forestry, and 
Oceanographic Technicians 
Edited by Howard Sidney 
J. G. Ferguson Publishing Company 


MARKETING AND DISTRIBUTION 


Andy Learns About Advertising 
By Michael Braude 

T. S. Denison & Company, Inc., 1968. 

Careers And Opportunities In Retailing 
By Harriet Wilinsky 
E. P. Dutton & Company, Inc., 1970. 

I Want To Be A Sales Clerk 
By Eugene Baker 
Childrens Press, 1969. 

Personal Power Through Creative Selling 
By Elmer G. Leterman 

Collier Book Edition, Harper & Brothers, The Macmillan 
Co. , 1962, 1970. 

Starting And Managing A Small Business Of Your Own 
By Wendell O. Metcalf 
Small Business Administration, 1962. 

The Retail Trade (Selected Department Store Occupations) 

By U. S. Department of Labor, Manpower Administration 
Washington, D. C. 20210 

PERSONAL SERVICES 

About Helpers Who Work At Night 

By Elaine Hoffman & Jane Hefflefinger 
Melmont Publishers, Inc., 1963. 

Baby-Sitter’s Guide 
By Sharon Sherman 
Scholastic Book Services 
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Bruce Learns About Life Insurance 
By Michael Braude 

T. S. Denison & Company, Inc., 1967. 

leff Learns About The F.B.I. 

By Michael Braude 

T. S. Denison & Co., Inc., 1968. 

I Want To Be A Beauty Operator 
By Eugene Baker 
Childrens Press, 1969. 


PUBLIC SERVICES 


Career Opportunities , Community Service And Related 
Specialists 

Edited by Bayliss, Cohen, Dennard, Fibel, Hoberman, 

Korim, Stinchcomb 

J. G. Ferguson Publishing Company 

Complete Guide To U. S. Civil Service Jobs 
By David Turner, M.S. in Education 
ARCO Publishing Co., Inc. 

• 

I Know A Mayor 

By Barbara Williams 
G. P. Putnam's Sons 

I Want To Be A Teache r 
By Carla Greene 
Childrens Press’, 1957. 

Ronald Learns About College Teaching 
By Michael Braude 

T. S. Denison & Company, Inc., 1968. 

70 Tips To Make Teaching Easier 
Compiled by James P. McGough 
J. Weston Walch Publisher 
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TRANSPORTATION 


Come To Work With Us In An Airport 
lean and Ned Wilkinson 

Sextant Systems, Inc., Milwaukee, Wisconsin 53210, 1970 

Ctxsis—Transportation 

Caterpillar Tractor Company 

I Want To Be A Bus Driver 
By Carla Greene 
Childrens Press, 1957. 

I Want To Be A Truck Driver 
By Carla Greene 
Childrens Press, 1958. 


CURRICULUM MATERIALS - SPECIAL NEEDS 

Economics - What It Is - How It Can Help 
By James P. Lenox, Instructor 
Marie H. Katzenbach School for the Deaf 
Vocational-Technical, Curriculum Laboratory, Rutgers 
University 

Finding A Job 

By James P. Lenox, Instructor 

Marie H. Katzenbach School for the Deaf 

Vocational-Technical, Curriculum Laboratory, Rutgers 

University 

The Budget - What It Is - How It Can Help 
. By James P. Lenox, Instructor 
Marie H. Katzenbach School for the Deaf 
Vocational-Technical, Curriculum Laboratory, Rutgers 
University 

The Newspaper - What It Is - How To Use It 
Prepared oy Hollis W. Wyks, Principal 
Marie H. Katzenbach School for the Deaf 
Vocational-Technical, Curriculum Laboratory, Rutgers 
University 


- 37 - 


CURRICULUM MATERIALS - CHARTS 


The National Standard Career Education Model-Kindergarten Through 
Adult 

Educational Properties, Inc. 

P. O. Box DX, Irvirie, California 92664 




AUDIO VISUAL 


FILMSTRI PS/CASSETTES 


MIDDLE SCHOOL LEVEL 

FILMS - GENERAL 

Fathers Work (series includes six filmstrips) 

My Dad Is A Carpenter 

My Dad Is A Moving Man 

My Dad Works In A Shoe Store 

My Dad Works In A Factory 

My Dad Works In A Supermarket 

My Dad Works In A Service Station 

Distributed by Itnperial Film Company, Inc. 

4404 South Florica Avenue, Lakeland, Florida 33803, 1968 

Jobs And Gender No. 158.6 w/Cassette 

By Guidance Associates, Pleasantville, New York 10570 

Liking Your Job And Your Life No. 102-671 w/Cassette 

By Guidance Associates, Pleasantville, New York 10570 

Look To The Future N00420 

By Educational Services, American Gas Association, Inc. 

Mothers Work, Too (series includes six filmstrips) 

My Mother Is A Waitress 

My Mother Is A Dental Assistant 

My Mother Works In A Bank 

My Mother Works In An Office 

My Mother Works In A Drug Store 

My Mother Works At Home 

Distributed by Imperial Film Company, Inc. 

4404 South Florica Avenue, Lakeland, Florida 33303, 1963 

On The job—Four Trainees No. 101-2 85 

By Guidance Associates, Pleasantville, New York 10570 

What Is Your Future In The Changing World Of Work? 8-2A 
By Eye Gate House, Inc. 

146-01 Archer Avenue, Jamaica, New York 11435 

Why Work At All No. 106-318 

By Guidance Associates, Pleasantville, New York 10570 
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/ 


CASSETTES - GENERAL 

Career Education: A Man's Work Group 5/Miscellaneous (set includes 
following: Aircraft Fueler, Audio Engineer, Commercial Fisherman, 
Dairyman/Animal Control Officer, Drayman, Linotype Operator, Meter 
Reader, Platemaker, Tailor, and Telephone Repairman) 

By International Teaching Tapes, Inc. 

Educational Development Corporation Luilding 
P. O. Drawer 365, Lakeland, Florida 33803 

Tomorrow's Jobs No. 4501 (15-minute cassette) 

By ESP, Inc., 2304 East johnson, Jonesboro, Arkansas 72401 
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AGRI-BUSINESS & NATURAL RESOURCES 


FILMS : 

Do You Like Flowers? No. 213D 
By Eye Gate house, Inc. 

146-01 Archer Avenue, Jamaica, New York 11435 


CASSETTES : 

Forresters-Forrestry Aids No. 4506 

By ESP, Inc., 2304 East Johnson, Jonesboro, Arkansas 72401 
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BUSINESS & OFFICE 


FILMS : 

Data Processing Clerk w/Cassette No. 8-2K 
By Eye Gate House, Inc. 

146-91 A.cher Avenue, Jamaica, New York 11435 

How About Being A Key Punch Operator? No. 2131 
By Eye Gate House, Inc. 

146-01 Archer Avenue, Jamaica, New York 11435 

Receptionist No. 8-2B 

By Eye Gate House, Inc. 

146-01 Archer Avenue, Jamaica, New York 11435 


CASSETTES : 

Accountant-Advertising Worker No. 4502 

By ESP, Inc., 2304 East Johnson, Jonesboro, Arkansas 72401 

Career Education: A Man's Work Group 1/Office & Sales (set includes 
following: Adjuster/Claimsman, Car Salesman, Data Processor, 
Grocery Checker, Insurance Salesman, Messenger, Room Clerk, 
Shipping & Receiving Clerk, Supply Clerk/Counterman, and Trade 
Salesman) 

By International Teaching Tapes, Inc. 

Educational Development Corporation Building 
P. O. Drawer 865, Lakeland, Florida 33803 

Clerical Occupations-Bookkeeping No. 4546 

By ESP, Inc., 2304 East Johnson, Jonesboro, Arkansas 72401 

Stenographer-Secretary No. 4549 

By ESP, Inc., 2304 East Johnson, Jonesboro, Arkansas 72401 
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COMMUNICATIONS & MEDIA 


FILMS : 

The Newspaper w/Record No. 11RF-002L/SE-8256 

By Educational Audio-Visual, Inc., Pleasantville, New York 10570 

Printer w/Cassette No. 8-2G 
By Eye Gate House, Inc. 

146-01 Archer Avenue, Jamaica, New fork 11435 

TV & Radio Repair No. 9-2D 
By Eye Gate House, Inc. 

146-01 Archer Avenue, Jamaica, New York 11435 


CASSETTES : 

Radio/TV Announcer-Broadcast Technician No. 4591 

By ESP, Inc., 2304 East Johnson, Jonesboro, Arkansas 72401 

Technical Writers-Architects No. 4536 

By ESP, Inc., 2304 East Johnson, Jonesboro, Arkansas 72401 

Telephone Craftsman-Equipment Installer No. 4594 

By ESP, Inc., 2304 East Johnson, Jonesboro, Arkansas 72401 

Telephone Operator-Auto Parts Man No. 4550 

By ESP, Inc., 2304 East Johnson, Jonesboro, Arkansas 72401 


- 43 - 



CONSTRUCTION 


FILMS : 

Electrician No. 8-2F 

By Eye Gate House, Inc. 

146-01 Archer Avenue, Jamaica, New York 11435 

Sheet Metal Worker No. 3-2H 
By Eye Gate House, Inc. 

146-01 Archer Avenue, Jamaica, New York 11435 

Sheet Metal Worker-Building Trades No. 8-2L 
By Eye Gate House, Inc. 

146-01 Archer Avenue, Jamaica, New York 11435 


j CASSETTES : 

Career Education: A Man's Work Group 4/Structural (set includes 
following: Brickmason/Stoncmason, Commercial/Residential Painter, 
Derrick Operator, Electrician, Gas Lineman, Heavy Machinery 
Operator, Ironworker/Cement Mason, Millwright, Roofer, and 
Steamfitter) 

By International Teaching Tapes, *Inc. 

Educational Development Corporation Building 
P. O. Drawer 865, Lakeland, Florida 33803 

Operating Engineer-Painters No. 4565 

By ESP, Inc., 2304 East Johnson, Jonesboro, Arkansas 72401 

Plasters-Plumbers & Pipefitters No. 4566 

By ESP, Inc., 2304 East Johnson, Jonesboro, Arkansas 72401 
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CONSUMER & HOMEMAKING 


FILMS : 

Natural Gas—Science Behind Your Burner 

By Educational Services, American Gas Association, Inc. 


CASSETTES : 

Career Education: A Man's Work Group 2/Consunter (set includes 
following: Baker, Bartender, Butcher/Meat Cutter, Fireman, Hair¬ 
dresser/Stylist, Mortician/Embalmer, Police Officer, Security 
Guard, Sign Painter, and Waiter) 

By International Teaching Tapes, Inc. 

Educational Development Corporation Building 
P. O. Drawer 865, Lakeland, Florida 33803 

Industrial Designer-Interior Decorator No. 4529 

By ESP, Inc., 2304 East Johnson, Jonesboro, Arkansas 72401 
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FINE ARTS & HUMANITIES 


CASSETTES : 

Astronomers-Actor/Actress No. 4526 

By ESP, Inc., 2304 East Johnson, ,'onesboro, Arkansas 72401 

Dancers-Musicians No. 4527 (15 minutes) 

By ESP, Inc., 2304 East jOhnson, Jonesboro, Arkansas 72401 

Models-Photographer No. 4540 

By ESP, Inc. , 2304 East Johnson, Jonesboro, Arkansas 72401 


HEALTH 

FILMS : 

How rood Becomes You No. F606 
By National Dairy Council 

111 North Canal Street, Chicago, Illinois 60606 

Medical Assistant w/Cassette No. 8-2M 
By Eye Gate House, Inc. 

146-01 Archer Avenue, Jamaica, New York 11435 

“Your Food-Chance Or Choice w/Record No. F604 
By National Dairy Council 

111 North Canal Street, Chicago, Illinois 60606 
CASSETTES : 

Dentists-Dental Hygienists No. 4511 

By ESP, Inc., 2304 East Johnson, Jonesboro, Arkansas 72401 

Dietician-Hospital Administrator No. 4519 

By ESP, Inc. , 2304 East Johnson, Jonesboro, Arkansas 72401 

Hospital Attcndants-Building Custodians No. 4559 

By ESP, me., 2304 East Johnson, Jonesboro, Arkansas 72401 

Physicians-Osteopathic Physician No. 4510 

Fy ESP, Inc., 2304 East Johnson, Jonesboro, Arkansas 72401 

Registered Nurses-Practical Nurses No. 4513 

By ESP, Inc., 2304 East Johnson, Jonesboro, Arkansas 72401 
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HOSPITALITY & RECREATION 


FILMS : 

Do You Like Sports? No. 21 3H 
By Eye Gate House, Inc. 

146-01 Archer Avenue, Jamaica, New York 11435 

Recreation, Park & Playground Workers No. 1401 
By Eye Gate House, Inc. 

146-01 Archer Avenue, Jamaica, New York 11435 

CASSETTES : 

Hotel Clerk-Hotel Manager No. 4597 

By ESP, Inc., 2304 East Johnson, Jonesboro, Arkansas 72401 
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MANUFACTURING 


FILMS : 

How The Jet Engine Works N81040 

By Educational Services, American Gas Association, Inc. 

Tool & Die Maker w/Cassette No. 8-2E 
By Eye Gate House, Inc. 

146-01 Archer Avenue, Jamaica, New York 11435 


CASSETTES : 

Career Education: A Man's Work Group 3/Production (set includes 
following: Auto Body Worker/Painter, Candymaker, Engine Specia¬ 
list, Final Assembler, Foundry Worker, Glassblower, Machinist, 
Photo Lab Technician, Stillman, Tool and Die Maker) 

By International Teaching Tapes, Inc. 

Educational Development Corporation Building 
P. O. Drawer 865, Lakeland, Florida 33803 

Chemists-Physicists No. 4525 

By ESP, Inc., 2304 East Johnson, Jonesboro, Arkansas 72401 
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MARINE SCIENCE 
CASSETTES: 

* Meteorologists-Oceanographers No. 4523 

By ESP, Inc., 2304 East Johnson, Jonesboro, Arkansas 72401 




MARKETING & DISTRIBUTION 


FILMS : 

Automotive Sales Representative w/Casscttc No. 8-21 
By Eye Gate House, Inc. 

146-01 Archer Avenue, Jamaica, New York 11435 

Real Estate Sales No. 8-2N 
By Eye Gate House, Inc. 

146-01 Archer Avenue, Jamaica, New York 11435 

Would You Like To Be A Cashier? No. 213J 
By Eye Gate House, Inc. 

146-01 Archer Avenue, Jamaica, New York 11435 

Would You Like To Sell? No. 213B 
By Eye Gate House, Inc. 

146-01 Archer Avenue, Jamaica, New York 11435 


CASSETTES : 

Bank Clerk-Tellej No. 4596 

By ESP, Inc., 2304 East Johnson, Jonesboro, Arkansas 72401 

Marketing Research-Personnel Workers No. 4504 

By ESP, Inc., 2304 East Johnson, Jonesboro, Arkansas 72401 
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PERSONAL SERVICES 


FILMS : 

Cook No. 8-21 

By Eye Gate House, Inc. 

146-01 Archer Avenue, Jamaica, New York 11435 

Want To Work In A Laundry? No. 21 3C 
By Eye Gate House, Inc. 

146-01 Archer Avenue, Jamaica, New York 11435 


CASSETTES : 

Optometrists-Pharmacists No. 4514 

By ESP, Inc., 2304 East Johnson, Jonesboro, Arkansas 72401 

Public Relations-Protestant Clergyman No. 4504 

By ESP, Inc., 2304 East Johnson, Jonesboro, Arkansas 72401 

Rabbis-Roman Catholic Priests No. 4504 

By ESP, Inc. r 2304 East Johnson, Jonesboro, Arkansas 72401 

Rehabilitation Counselors-School Counselors No. 4508 

By ESP, Inc., 2304 East Johnson, Jonesboro, Arkansas 72401 
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PUBLIC SERVICES 


FILMS : 

Automobile Mechanic w/Cassette No. 9-2C 
By Eye Gate House, Inc. 

146-01 Archer Avenue, Jamaica, New York 11435 

Education & The Teacher 
By Eye Gate House, Inc. 

146-01 Archer Avenue, Jamaica, New York 11435 

Fire & Fire Fighters No. MOB 
By Eye Gate House, Inc. 

146-01 Archer Avenue, Jamaica, New York 11435 

Sanitation & The Sanitation Worker No. HOG 
By Eye Gate House, Inc. 

146-01 Archer Avenue, Jamaica, New i'ork 11435 

Social Service & The Social Worker No. 140F 
By Eye Gate House, Inc. 

146-01 Archer Avenue, Jamaica, New York 11435 

The Library & The Librarian 

By Eye Gate House, Inc. * 

146-01 Archer Avenue, Jamaica, New York 11435 


CASSETTES : 

FBI Special Aqents-Police Officers No, 4557 

By ESP, Inc., 2304 East Johnson, Jonesboro, Arkansas 72401 

Federal Civilian Government Worker No. 4598 

By ESP, Inc., 2304 East Johnson, Jonesboro, Arkansas 72401 

Landscape Architects-Lawyers No. 4538 

By ESP, Inc., 2304 East Johnson, Jonesboro, Arkansas 72401 

Librarian-Library Technician No. 4539 

By ESP, Inc., 2304 East Johnson, Jonesboro, Arkansas 72401 

Mail Carrier-Postal Clerk 

By ESP, Inc., 2304 East Johnson, Jonesboro, Arkansas 72401 
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I 


CASSETTES Cont'd. 


Psychologists-Recreation Worker No. 4542 

By ESP, Inc., 2304 East Johnson. Jonesboro, Arkansas 72401 

Range Managers-Employment Counselors No. 4507 

By ESP, Inc., 2304 East Johnson, Jonesboro, Arkansas 72401 

Sanitarians-Veterinarians No. 4520 

By ESP, Inc., 2304 East Johnson, Jonesboro, Arkansas 72401 


Social Worker-Surveyor 

By ESP, Inc., 2304 East Johnson, Jonesboro, Arkansas 72401 

State Police-Tire Fighters No. 4558 

By ESP, Inc., 2304 East Johnson, Jonesboro, Arkansas 72401 


Urban Planner-Managerial Occupations No. 4544 

By ESP, Inc., 2304 East Johnson, Jonesboro, Arkansas 72401 



- 53 - 





TRANSPORTATION 


CASSETTES : 

Air Traffic Controller-Ground Radio Operator No, 4590 

By ESP, Inc., 2304 East Johnson, Jonesboro, Arkansas 72401 

Aircraft Mechanic-Airplane Dispatcher No. 4589 

By ESP, Inc., 2304 East Johnson, Jonesboro, Arkansas 72401 

Flight Engineers-Stewardess No. 4588 

By ESP, Inc., 2304 East Johnson, Jonesboro, Arkansas 72401 

Pi lots-Co Pilots No. 4587 . 

By ESP, Inc., 2304 East Johnson, Jonesboro \rkansas 72401 



FILM CATALOGS 


APGA Presents on 16mm Film 

By American Personnel and Guidance Association 
1607 New Hampshire Avenue, N. W. 

Washington, D. C. 20009 

API Film Library 

By Distribution Services Station, American Petroleum Institute 
1271 Avenue of the Americas, New York, New York 10020 

Audio-Visual Aids For Cosmetology 
By Milady Publishing Corporation 
3839 White Plains Road, Bronx, New York 10467 

Career Education (filmstrip/tape-159 frames, 35mm filmstrip, tape reel, 
color) Price $10.00 

Career Education (film-27 minutes, sound, color, 16mm) Price $92.50 
Career Education: Steps To Implementation (slide/tape-159 2x2 slides, 
tape, reel, color) Price $25.00 

Above can be obtained from Sales Branch, National Audiovisual 
Center, Washington, D. C. 20409 

Careers In The Office . 

By Encyclopedia Britannica Educational Corporation 
425 North Michigan Avenue, Chicago, Illinois 60611 

Careers With A Future (A series of films) 

By Brown and Root, Inc. 

P. O. Box 3, Houston, Texas 77001 

Catalog Of Shorts, Selected Features, And Special Films For Film Study 
By Contemporary Films/McGraw-Hill 
Sales Service Department, 330 West 42nd Street 
New York, New York 10036 

Coronet Films 
By Coronet 

65 East South Water Street, Chicago, Illinois 60601 

Educational Sound Filmstrip Directory 

By DuKane Corporation, Audio Visual Division 
2900 DuKane Drive, St, Charles, Illinois 60174 


l 
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Film Catalog 

By Aims Instructional Media Services, Inc. 

P. O. -ox 1010, Hollywood, California 90028 

Film Catalog 

By Centron Educational Films 

1621 West Ninth Street, Lawrence, Kansas 66044 

Film Catalog 

Ey Ealing Films 

2225 Massachusetts Avenue, Cambridge, Massachusetts 02140 

Film Users Guide--Guidance And Vocational Orientation 

By Vocational Films, Division of Telecine Film Studios, Inc. 

Ill Euclid Avenue, Park Ridge, Illinois 60068 

Free-Loan Educational Films (3 6mm sound) 

By Modern Talking Picture Services, Inc. 

2323 New Hyde Park Road, New Hyde Park, New York 11040 

Guide To Free-Loan Training Films (16 mm) 

By Serina Press 

70 Kennedy Street, Alexandria, Virginia 22305 

Introducing.. .An Audio-Visual Resource For Career Education 
By Guidance Associates 
Pleasanjtville, New York 10570 

More Motivational Guidance Sound Filmstrips 
By Educational Dimensions Corporation 
Box 146, Great Neck, New York 11023 

1971 Educational Materials Catalog (Industrial Arts Vocational Technical) 
By Howard W. Sams and Company, Inc. 

4300 West 62nd Street, Indianapolis, Indiana 46268 

1971 School Paperbacks and Multimedia Audio-Visuals >» 

By Educational Reading Service 

320 Route 17, Mahwah, New Jersey 07430 

100 Careers In Sound and Color 
By Cube Corporation 

642 South Second Avenue, Covina, California 91722 
1 Vocational 

By Kavic House, The Film Publisher 
One Eav.on Court 

Wellesley Hills, Massachusetts 02181 
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RMI Educational Films, Inc. (16mm-Sound Motion Pictures and Full-Color 
Sound Filmstrips for Elementary, High School, College, Libraries and 
Museums) 

By RMI Educational Films, Inc. 

4916 Main Street, Kansas City, Missouri 64112 

Service Training Aids Catalog 

By Ford Service Publications 

P. O. Box 7750, Detroit, Michigan 48207 

Sound Film Checklist 

By Doubleday Multimedia 

1371 Reynolds Avenue, Santa Ana, California 92705 

The Orange County, California, Vocational Guidance Research Study (An 
Evaluation of Career Guidance Films) 

Sponsored by Orange County Department of Education and Doubleday 
Multimedia 

Order from Doubleday Multimedia 

1371 Reynolds Avenue, Santa Ana, California 92705 

Troll Associates (Approved Tapes, Filmstrips, Film Loops, Transparencies) 
By Troll Associates 

320 Route 17, Mahwah, New Jersey 07430 
Trucking Industry Films 

By Educational Services, American Trucking Association, Inc. 

1616 P Street, N. W. , Washington, D. C. 20036 

20 Film Guides Of Olympic's Training Film Profiles 
By Olympic Film Service 

161 West 22 Street, New York, New York 10011 

Where The Action Is (Leader's Guide For Student Groups) 

By Office of Education, U. S. Department of Health, Education, and 
Welfare, 400 Maryland Avenue, S. W. , Washington, D. C. 20202 
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MICROFICHE 


ANALYSIS OF VARIANCE: An Analysis of Variance Framework for Matrix 
Sampling, Sirotnik, California University, Los Angeles, etc.. Office 
of Education, etc., Report' Nc. CSE-R-52, Bureau No. BR-6-1646-52, 

May 69. 5SP. , Contract-OEC-4-6-061646-1909. ED 032 648. 

• ANNOTATED BIBLIOGRAPHIES: Measures of Social Skills: An Annotated 
Biblioqraphy, P. D. Guthrie, et. al., Educational Testing Service, 
Princeton, New Jersey, Aug. 1971 . 28P. ED 056 085. 

BASIC SKILLS DEVELOPMENT: Early Education Screening Test Battery of 
Basic Skills Development. A Study of Test Selection. University 
City School District, Missouri, Jan. 69. 24P. ED 043 684. 

CAREER AWARENESS-SELF AWARENESS: Career Development Resource 
Guide K-5, Howard County Board of Education, Clarksville, Maryland, 
80P. ED 064 494. 

CAREER CHOICE: The Relevance of Occupational Information to Career- 
Choice Theory and Decision Making , John A. Bailey, American 
Personnel and Guidance Association, Washington, D. C., Mar. 30, 

1969. 14P. ED 029 345. 

• 

CAREER CHOICE: Thought, Choice, and Action: Processes of Exploration 
and Commitment in Career Development - Volume 1 , David V. Tiedeinan, 
et. al.. Harvard University, Cambridge, Massachusetts, Graduate 
School of Education, Aug. 67. 375P. ED 050 293. 

CAREER CHOICE: Thought, Choice, and Action: Processes of Exploration 
and Commitment in Career Development - Volume II, David V. Tiedeman, 
et. al., Harvard University, Cambridge, Massachusetts, Graduate 
School of Education, Aug. 67, 325P. ED 050 294. 

CAREER DEVELOPMENT: Career Guidance: An Overview of Alternative 

Approaches, Robert E. Campbell and Louise Vetter, Ohio State University, 
Columbus Center for Vocational and Technical Education, Aug. 1971. 

21P. ED 057 183. 

CAREER DEVELOPMENT: Total Career Capability for All. A Career Develop¬ 
ment Program Model , Douglas S. Baugh and William E. Martin, Fort 
Wayne Community Schools, Indiana, 1970. 64P. ED 044 719. 

CAREER EDUCATION: The Maryland Career Development Project First Annual 
Interim Report - Phase I ar.d Appendix, Walter S. Mietus and Christian 
Stilling, Maryland University, College Park, Maryland, Aug. 1971 . 246P. 
ED 057 251. 


- 58 - 








CAREER EXPLORATION: A Guide for Teachers of a Course in Career 

Exploration, Grades 6-9-10, Oklahoma Vocational Research Coordinating 
Unit, Stillwater, 1970. 159P. ED 049 356. 

CAREER EXPLORATION - SELF AWARENESS: Career Development Resource 
Guide. Grades 6-0. It's Time to Plan, Howard County Board of Educa¬ 
tion, Clarksville, Maryland, 1971. 161P. ED 064 493. 

CAREER LADDERS: Feasibility Study of Career Ladder Curriculum and 
Guidance and Counseling , California State Advisory Council on Voca¬ 
tional Education and Technical Training, Sacramento, Jan. 71. 24P. ED 050 260. 

CAREER PLANNING: Career Development Activities. Grades 5-6-7 , 

Abington School District, Pennsylvania, Office of Education (DHEW), 

Washington, D. C., 1968. 146P. ED 022 219. 

CAREER PLANNING: Career Guidance Practices in School and Community . 

Hansen, Lorraine Sundal, and others, ERIC Clearinghouse on Counseling 
and Personnel Services, Ann Arbor, Michigan, 1970. 200P. ED 037 595. 

CAREER PLANNING: Man: His Life and Work. A Career Orientation 
Manual for Teachers of Seventh and Eighth Grade Social Studies, 

Cincinnati Public Schools, Ohio, Sept. 70. 179P. ED 050 005. 

CAREER PLANNING: Occutapes , Ohio State Department of Education, 

Columbus, Division of Guidance and Testing, Richland County Board 
of Education, Mansfield, Ohio, June 1971. 45P. ED 055 215. 

CAREER PLANNING: Papers Presented at the Workshop on the Development 
of Guidelines for Planning Career Development Programs K-l 2 in Ohio, 

Kenneth E. Hoeltzel, etal., June 1971 . 100P. ED 053 313. 

. CAREER PLANNING: Teaching for Career Decision-Making, Joan Kosurh and 
Jerry Miltenberger, Diversified Counseling Services, Tustin, California, 

1972. 114P. ED 063 547. 

CAREER PLANNING: The Career Information Service. A Guide to Its Develop¬ 
ment and Use, Duncan F. Circle and others, Newton Public Schools, 

West Newton, Massachusetts, Massachusetts State Department of 

Education, Boston Division of Vocational Education, May 1968. 416P. ED 021 300. 

CLASSROOM COMMUNICATION: Analyzing Verbal and Nonverbal Classroom 
Communications , Herbert K. Heger, 1968. 12P. ED 025 483. 

COMPUTER ASSISTED INSTRUCTION: Computer-Assisted Criterion-Refer- 
enced Testing, Working Paper 49, Richard L. Ferguson, Pittsburgh 
University, Pennsylvania Learning Research and Development Center, 

1969. 18P. ED 040 061. 
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COOPERATIVE PROGRAMS: Guide for Cooperative Vocational Education , 

Minnesota University, Minneapolis, College of Education, Sept. 69, 

136P. ED 037 564. 

CRITERION-REFERENCED TESTING: Criterion-Referenced Testing and the 
Individualization of Instruction , C. M. Lindvall and Anthony J. Nitko, 

Research for Better Schools, Inc., Philadelphia, Pennsylvania, Office 
of Education (DHEW), Washington, D. C., Bureau of Research, 1969, 

14P. ED 036 167. 

CURRICULUM DEVELOPMENT: A Guide for the Development of Curriculum 
in Vocational and Technical Education , California University, Los 
Angeles, Division of Vocational Education, June 69. 39P. ED 037 535. 

DATA ANALYSIS: Identification of Data Structures and Relationships by 
Matrix Reordering Techniques, William T. McCormick, Jr., and 
others. Instructor for Defense Analysis, Arlington, Virginia, Dec.^ 

69. 141P. ED 038 313. 

DROP-OUT IDENTIFICATION: The Mink Scale . Lawrence W. Barker and 

Oscar G. Mink, West Virginia University, Morgantown, July 68. 12P. ED 044 431. 

DROP-OUT IDENTIFICATION: The Prediction of School Dropouts in 

Appalachia—Validation of a Dropout Scale, John E. Smith and others. 

Department of Health, Education and Welfare, 15P. ED 044 442. 

. 

DROP-OUT PREVENTION: Pre-High School Vocational Group Guidance for 
Potential Dropouts and Non-Colleqe-Bound Students, John A. Yunker, 

Tracy Elementary School District, California, July 1967, 39P. ED 012 944. 

4 

EDUCATIONAL RESEARCH: Analysis of Time-Series Quasi-Experiments , 

Final Report, Glass and Maguire, Alberta University, Edmonton, 

Colorado University, Boulder, Illinois University, Urbana, etc., 

Office of Education (DHEW), Washington, D. C. f Bureau of Research, 

1968. 122P. ED 024 636. 

EDUCATIONAL RESEARCH: Research on General Vocational Capabilities 
(Skills and Knowledges). Final Report, James W. Altman, American 
Institute for Research in Behavioral Sciences, Mar. 66. 59P. ED 013 870. 

EQUATED SCORES: Net-Shift Analysis for Comparing Distributions of Test 
Scores, Erick L. Lindman, California University, Los Angeles, Center 
for the Study of Evaluation of Instructional Programs, Office of 
Education, etc., Mar. 68, OEC-4-6-061646-1909. 18P. ED 023 170. 

EVALUATION CRITERIA: An Approach to Evaluation. A Model for Evaluating 
the North Carolina Exemplary Program, Robert L. Morgan, North 
Carolina State University, Raleigh, North Carolina, July 21 , 1970. 26P. 

ED 042 910. 
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EVALUATION MODEL: An Approach to Evaluation. A Model for Evaluating 
the North Carolina Exemplary Program, Robert L. Morgan, North 
Carolina State University, Raleigh, July 21 , 1970. 26P. ED 042 910. 

EVALUATION TECHNIQUES: Procedures for Needs-Assessment Evaluation: 

A Symposium , Stephen P. Klein, et al., California University, Los 
Angeles, Center for the Study of Evaluation, May 1971, 63P. ED 055 111. 

GUIDANCE PROGRAMS: Developmental Career Guidance in Action, 

The First Year , George E. Leonard, Wayne State University, Detroit, 
Michigan, 1968. 158P. ED 013 456. 

GUIDANCE PROGRAMS: Trial and Testing of an Experimental Guidanc e 
Curriculum. Final Report , Vivian S. Sherman, American Institute for 
Research in Behavioral Sciences, Dec. 1967. 136P. ED 020 554. 

HIGH SCHOOL CURRICULUM: Studies in Success, A Promising Approach 
to the Vocational Guidance of Average High School S t udents , Gross - 
mont Union High School District, California, 1964. 128P. ED 010 703. 

HOME ECONOMICS EDUCATION: Current Developments in Vocationa l 
Home Econom ic s Education , Mary Lee, Vocational and Technical 
Education BAVT, Sept. 1970. 24P. ED 045 825. 

HOME ECONOMICS EDUCATION: Home Economics Education. Course 
of Study for Occupationally Oriented Classes. Grades 8-9-10 , 

Fairfax County Schools, Virginia, August 1968. 210P. ED 054 114. 

INFORMATION CENTERS: The Career Information Center A Working Model , 
Robert Pruitt and others. Northeastern University, Boston, Massachu¬ 
setts, Career Information Center, 1969. 47P. ED 037 772. 

INFORMATION SYSTEMS: Regional Center for Collection, Synthesis and 
Dissemination of Career Information for Use by Schools of San Diego 
County (Developmental), Edwin A. Whitfield and Richard Hoover, San 
Diego County Department of Education, California, BR-6-1620, 
OEG-4-5-061620-1899, 1967. 163P. ED 015 513. 

JOB TRAINING: Intensive Training for Job Entry Skills. A Selected Biblio¬ 
graphy fer Use in Program Development Information Series—Analysis 
Paper No. 1 , David McCracken, Ohio State University, Columbus 
Center for Vocational and Technical Education, Office of Education 
(DHEW), Washington, D. C., November 1969. 15P. ED 034 061 . 

JUNIOR HIGH SCHOOL STUDENTS; Development of a Junior High School 
Instrument for Appraising Social Readiness for Employment, Vivian E. 

Todd and Zelpha Bates, California State College, Long Beach 
BR-5-3462, OE.C-6-85-129, March 1967. 66P. ED 013 467. 
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MEASUREMENT: Extending Classical Test Theory to the Measurement 
of Change, Edward F. O'Connor, Jr., California University, Los 
Angeles Center for the Study of Evaluation, October 1970, 47P. ED 050 175 

MEASUREMENT TECHNIQUES: A Comparison of Item Selection Techniques 
for Norm-Referenced and Criterion-Referenced Tests , Richard C, Cox, 
JulieS. Vargas, Pittsburgh University, Pennsylvania, Learning 
■Research and Development Center, BR-5-0253, Reprint 7, February 
1966. 16P. ED 010 517. 

MEASUREMENT TECHNIQUES: Developing Criterion-Referenced Tests, 

Rex Jackson, ERIC Clearinghouse on Tests, Measurement, and 
Evaluation, Princeton, New Jersey, June 1970. 18P. ED 041 052. 

MEASUREMENT TECHNIQUES: Some Limitations of Criterion-Referenced 
Measurement , Robert L. Ebel, AM.ED., Research Associate, 

Washington, D. C., Michigan State University, East Lansing, 

March 1970. 9P. ED 038 670. 

MIDDLE SCHOOLS: A Comparative Study of Middle Schools and Junior 
High Schools in the State of Michigan , Thomas E. Gatewood and 
George H. Walker, Jr., June 1971 . 27P. ED 054 530. 

MIDDLE SCHOOLS: Education Specifications, New Middle School, 

• Philadelphia School District, Pennsylvania, Report No. P-614, 

1968. 125P. ED 032 726. 

MIDDLE SCHOOLS: Grade Level Organization in a School System (Pre ¬ 
pared for the Future Schools Study Project) , Betty Read, Albuquerque 
Public Schools, New Mexico, September 1969. 23P. ED 041 355. 

MIDDLE SCHOOLS: Middle School—Promise of the Future, Donald 
Eichhorn, H-13, March 1969. 9P. ED 033 444. 

MIDDLE SCHOOLS: Middle Schools in Action. Educational Research 
Circular No ♦ 2, Stemnock, American Association of School Administra¬ 
tors, Washington, D. C., March 1969. 82P. ED 032 637. 

MIDDLE SCHOOLS: Planning Programs for Transescents , Donald H. 

Eichbom, October 17, 1968. 9P. ED 033 445. 

MIDDLE SCHOOLS: Quest for Identity: National Survey of the Middle 
School 1 969-1970 , Morris Mellinger and John A. Rackauskas, 

Chicago State College, Illinois, 1970. 35P. ED 044 776. 

MIDDLE SCHOOLS: Short Term Assessment of the Middle School Plan , 

Charles L. Evans, Fort Worth Independent School District, Texas, 

August 1970. 137P. ED 057 091 . 
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MIDDLE SCHOOLS: Teacher Competence for the Middle School Years , 

Upper Midwest Regional Educational Laboratory, Inc., Minneapolis, 

Minnesota, 1967. 53P. ED 044 369. 

MIDDLE SCHOOLS: The Child, The School, The Guidance Counselor 

in the Middle School (Grades 6-7-8), Charles E. Haller, 1971. 54P. ED 056 319. 

MIDDLE SCHOOLS: The Middle School , Thomas E. Curtis, ED, State 
University of New York, Albany, Center for Curriculum Research and 
Services, 1968. 278P. ED 032 623. 

MIDDLE SCHOOL: The Middle School: An Opportunity for Humanized 
Education , Carl L. Midjaas, May 8, 1970. 12P. ED 046 110. 

MIDDLE SCHOOLS: The Middle School. Post-Session Report. (Talla¬ 
hassee, Florida, May 27, 1969) , lone L. Perry, Florida State Depart¬ 
ment of Education, iallahassee, Division of Curriculum and Instruc¬ 
tion, May 27, 1969. 45P. ED 043 128. 

MIDDLE SCHOOLS-PLANNING: Avoiding the Pitfalls of Middle School 
Planning , Carl L. Midjaas, April 13, 1970. IIP. ED 046 109. 

OCCUPATIONAL AWARE NESS-SELF AWARENESS: Hands On. A Compre¬ 
hensive Program of Career Orientation for High School Students , 

William W. Jolly, Ed. , Knox County Department of Public Instruc¬ 
tion, Knoxville, Tennessee, Department of Vocational Education, 

1971 . 246P. ED 064 501. 

OCCUPATIONAL CHOICE: Development of an Experimental Forced-Choice 
Occupational Preference Inventory, Report No, 23 Final Report , T. 

Akamine and H. G. Heiner, Washington State University, etc., 

June 1968. 36P. ED 022 959. 

OCCUPATIONAL EXPLORATION: Exploring Occupations Guidelines for 
Implementation of Programs of Occupational Exploration and Aware¬ 
ness in Delaware Schools Under HB 509 , Delaware State Department 
of Public Instruction, Dover, Delaware, December 1970. 118P. ED 057 234. 

OCCUPATIONAL EXPLORATION: Occupational Orientation: An Introduction 
to the World of Work Teachers Handbook. Preliminary Draft , 

Mississippi State University, State College Curriculum Coordinating 
Unit, August 1969. 226P. ED 050 279. 

OCCUPATIONAL EXPLORATION: Review and Synthesis of Information on 
Occupational Exploration, Wesley Eugene Budke, Ohio State University, 
Columbus, Center for Vocational and Technical Education, April 1971 . 

90P. ED 056 165. 
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OCCUPATIONAL GUIDANCE: Explorat io n with a Computer-Assisted 
Occupational Guidance Program , Joseph T. Impellitteri, American 
Educational Research Association, Washington, D. C., February 
1969. 23P. ED 027 584. 

OCCUPATIONAL GUIDANCE: I ntensive High School Occupational Gui ¬ 
dance Approaches for Initiel Work and Technical School Placement , 

Miller, Eric Clearinghouse on Counseling and Personnel Services, 
etc., Spons AG-OFF of Education, etc., OEC-3-6-OQ2487-1579-(010), 
November 1969. 15P. ED 033 254. 

OCCUPATIONAL GUIDANCE: Teacher's Guide to Self Understanding 
Through Occupational Exploration (SUIOE), Oregon State Department 
of Education, Salem Division of Community Colleges and Vocational 
Education, 1968. 198P. ED 024 965. 

OCCUPATIONAL INFORMATION: A Comprehensive Micro-Image Tile for 
Occupational Information. Final Report , David L . Youst, Rochester 
City School District, New York, June 30, 1970. 1 71P. ED 047 335. 

OCCUPATIONAL INFORMATION: A Demonstration System of Occupational 
Information for Career Guidance. Final Repo rt, State University of 
New York, Albany, Bureau of Occupational Education Research, 

. June 1968. 11 8P. ED 024 838.. 

OCCUPATIONAL INFORMATION: Planning Ahead for the World of Work: 
Research Report Abstract, Teacher Manual, Student Materials, Trans ¬ 
parency Masters , Louise Vetter and Barbara J. Sethney, Ohio State 
University, Columbus, January 1971. 84P. ED 050 272. 

OCCUPATIONAL INFORMATION: The Occupac Project (A Project to Develop 
Occupational Information Learning Activity Packages for Grades K-9). 

Final Report , Marla Peterson, etal.. Eastern - Illinois University, 
Charleston Center for Educational Studies, June 1971 . 453P. ED 055 225. 

OCCUPATIONAL INFORMATION: What Kinds of Occupational Information 
Do Students Need , James W. Altman, 1966. IIP. ED 018 580. 

O C C U PAT IONS: Occupational Education Program, Image o f the World of 
Work. Description and Analysis of Teacher Orientation Activities 
(August 1968), Colorado State University, Fort Collins, Human 
Factors, etc.. Office of Education (DHEW), Washington, D. C., 

Bureau No. BR-6-2828, Contract OEC-4-7-062828-30-63, February 
1969. 91P. ED 029 993. 
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OCCUPATIONS: Sociological Studies of Occupations. Abstracts, Robert 
P. Overs, Elizabeth C. Deutsch, Curative Workshop of Milwaukee, 

Wisconsin, 1968. 400P. ED 027 397. 

OCCUPATIONS: The Development and Demonstration of a Coordinated 
and Integrated Program of Occupational Information Selection, and 
Preparation in a Secondary School Final Report, Appendix A, R. J. 

Agan and others, Kansas State University, Manhattan, etc., July 

1968. 417P. ED 022 962. 

OPEN EDUCATION: What's Open About Open Education? Some Strategies 
and Results , John Dopyera, Syracuse University, New York, January 
1972. 25P. ED 059 168. 

PARAPROFESSIONAL SCHOOL PERSONNEL: An Interpretive Study of the 
Use of Paraprofessional aides in Education , Carl H. Rittenhouse, 

Stanford Research Institute, Menlo Park, California, Office of 
Education (DHEW), Washington, D. C., etc., BR-8-U611, June 

1969, 91P, Contract OEC-0-8-080611-4534-010. ED 032 294. 

PARAPROFESSIONAL SCHOOL PERSONNEL: Paraprofessional Aides in 
Education, Prep-XII , Carl H. Rittenhouse, OE Division of Informa¬ 
tion, Jcchnology, and Dissemination, 1969. 53P. ED 034 906. 

PARAPROFESSIONAL SCHOOL PERSONNEL: Paraprofessionals .. .Their 
Role and Potential in the Classroom , Phillip L. Harris, April 1971. 

16P. ED 050 910. 

PARAPROFESSIONAL SCHOOL PERSONNEL: Role and Status of Teacher 
Aides in Selected New York State School Districts , Lawrence B. 

Hixon, et al., State University of New York, Ithaca, Agricultural 
Education Division at Cornell University, May 1971 . 32P. ED 054 052. 

PERFORMANCE CRITERIA: Performance Based Certification , Patricia M. 

Kay, et al., City University of New York, New York Office of Teacher 
Education, June 1971 . ,62P. ED 056 991. 

PERSONNEL ADMINISTRATION: Differentiated Staffing in Schools a 

Review of Current Policies and Programs , Joseph Stocker, National . 

School Public Relations Association, Washington, D. C., 1970. 50P. ED 042 727. 

PRE-SCHOOL LEARNING: Preschool Breakthrough: What Works in Early 
Childhood Education, Anne Lewis, National School Public Relations 
Association, Washington, D. C., 1970. 50P. ED 054 846. 



PROFILE EVALUATION: Scope Four-State Profile, Grade Twelve 1966. 
California, Illinois, Massachusetts. North Carolina, Dale Tillery 
and others, California University, Berkeley Center for R and D in 
Education, BR-5-0248, College Entrance Examination Board, New' 

York, New York, December 1966. ED 016 998. 

PROGRAM EVALUATION: Evaluating the Effects of implementing a 
Differentiated Teaching Staff: Problems and Issues. A Tentative 
Position Paper fo r Use in Project Evaluation , Fenwick W. English, 
et. al.. Mesa Public Schools, Arizona, November 1971 . 20P. £0*056 993. 

PROGRAM EVALUATION: The Educational and Career Exploration 
System: Field Trial and Evaluation in Montclair, High School. 

Albert S. Thompson, et. al., Columbia University, New York, 

New York, Teachers College, 1970. 277P. ED 046 005. 

PROGRAM EVALUATION: The M ar yland Career Development Projec t 
First Annual Int erim Report Phase I and Appendix . Walter S*. Mietus 
and Christian Stilling, Maryland University, College Park, August 
1971. 246P. ED 057 251. 

PROJECTIVE TESTS: Development of a Projective Techn ique fo r Ob taining 
-Educ ationally Useful Information Indicating Pupils' Attitudes Tov/ard 
Work and O c cupation al Plans. Report No. 2] . Final Report, L. C. 

Olsen and W. H. Vencma, Washington State University, etc., June 
1968. 36P. ED 022 960. 

PUPIL BEHAVIOR INVENTORY: The Development of a "Pupil Behavio r 
Inventory" to Infer Learner Self Concept. William W. Purkey, et. 
al., Florida University, Gainesville College of Education, February 
1971, lip. ED 050 153. 

RESEARCH REVIEWS (PUBLICATIONS): Evaluation in Vocational Educa- 

J- . VQfii _ Research Summary, California Coordinating Unit for Occupa— 

tional Research and Development, Sacramento, 1967. 81P. ED 025 587. 

SOCIO-ECONOMIC LEVELS-MODELS FOR INSTRUCTION: Formulation o f 
Models fo r Preparing Occupational M a terials for P upils from Various 
.Socio-Economic Levels in Grade s Thro e - Eight , John W. Letson, 

Atlanta Public Schools, Georgia, 1969. 306P. ED 043 063. 

STUDENT ATTITUDES: Assessing the A tt itudes of Young Children Toward 
School, Samuel Ball, Educational Testing Service, Princeton, New 
Jersey, August 1971. 15P. ED 056 086. 
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TEACHER AIDES: ESEA Title I: Instructional Aides Program. Kurt Lile, 

et. al., Fremont Unified School District, California, 1 970. 112P. ED 057 009. 

TEACHER EDUCATION: Anro t atcd Bibliography on the Professional 
Education of Teachers , Margaret Lindsey and others. Association 
for Student Teaching, 1969. 133P. ED 029 855. 

TEACHING TECHNIQUES: Helping Traditional Teachers to Plan and 
Implement Student Cantered Classrooms: Selected Classroom Pro ¬ 
ject: Final Reoort, Gerald F. ;. Johnson and William C. Page, 

Project COD, New Bedford, Massachusetts, June 1971 . 237P. ED 055 962. 

TEACHING TECHNIQUES: The Use of Video-Tape Recording an d Micro- 
Teaching Techniques to Imp r ove Instruction on the Higher Education 
Level, Perlberg O'Bryant, Illinois University, Urbana Department of 
General Engineering, Illinois University, Urbana Office of the 
Chancellor, August 1968. 39P. ED 023 314. 

TEST RESULTS: Converting Test Data to Counseling Information , Dale 
J. Piediger, American College Testing Program, Iowa City, Iowa 
Research and Development Division, June 1971. 21 P. ED 055 103. 

TESTS: A Test of Tests, Ralph Hoepfner, California University, Los 

Angeles, Center for the Study of Evaluation, May 1971. 24P. ED 055 112. 

-VOCATIONAL ADJUSTMENT: Review and Synthesis of Research on 

Occupational Adaptability , Douglas Sjogren, Ohio State University, 

Columbus, Center for Vocational and Technical Education, July 1971. 

34P. ED 057 182. 

VOCATIONAL DEVELOPMENT: Ide ntification of Concepts Important for 
Youth Orientation to the Worl d of Work, Mary A. Wareen and others, 

Oklahoma University, Norman, School of Home Economics, 

EDR-222-65, Oklahoma University, Norman, College of Education, 

BR-5-0056, OEC-5-85-101, 1965. 116P. ED 003 103. 

VOCATIONAL DEVELOPMENT: Orientation Approaches to Increase Student 
Awareness o f Occupational Options, Sioan, Eric Clearinghouse on 
Counseling and Personnel Services, Michigan, Office of Education, 
etc., BR-6-2487, OEC-306-002487-1579-(010), November 1969. 16P. ED 033 255 

VOCATIONAL EDUCATION: A Guide for the Development, Implementation , 

and Administr a tion of Exemplary Programs and Projects in Vocational ^ 

Education, Gone Eottoms and Kenneth B. Mathcny, Georgia State 
Department of Education, Atlanta, Georgia, Division of Vocational 
Education, Georgia State University, Atlanta, September 19G9. 42P. ED 040 301. 
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VOCATIONAL EDUCATION: Answers to Questions on v'ocational Educa¬ 
tion: Cooperative Education. Cost Effectiveness. Curriculum 
Development: Occupational Exploration, Wesley E. Bed he and Joel 
H. Magiscs, Ohio State University, Columbus. 8P. ED 057 233. 

VOCATIONAL EDUCATION: A Research and Development Project in Occu ¬ 
pational Education: The Development of Process Models for Decision 
Making in Curriculum Dev el opment and Evaluation. F i nal Report of 
Phase I, Joseph A. Borgen and Dwight E. Davis, Joliet Junior College, 
Illinois, September 1970. 115P. ED 050 270. 

VOCATIONAL EDUCATION: Vocational Education: A P>ibliography of 
Research, National Advisory Council on Vocational Education, 
Washington, D. C., January 1971 . 25P. ED 050 287. 

VOCATIONAL EDUCATION: OhiQ Pride in Vocational Educational Educa ¬ 
tion Parent and Student Survey , Ohio State Department of Education, 
Columbus , April 1971. 100P. ED 050 290. 

VOCATIONAL EDUCATION: Report of the Analysis Group, HEW Voca ¬ 
tional Education Review Task force. Volume I, Operations Research, 
Inc., Silver Spring, Maryland, September 1970. 187P. ED 050 291. 

* \ 

WORK EXPERIENCE PROGRAMS: Project Pit. . .A Summer Industrial W'ork 
Experience and Occupational Guidance Program , Wayne State Uni¬ 
versity, Detroit, Michigan, Department of Industrial Education, 
Detroit Public Schools, Michigan, etc., 1967. 35P. ED 024 755. 

WORK EXPERIENCE PROGRAMS: Work Experience for Broadening Occu ¬ 
pationa l Offerings. A Selected Bibliography for Usc in Program 
Development Information Series—Analysis Paper No. 2, Ohio State 
University, Columbus, Center, for Vocational and Technical Education, 
Office of Education (DKEW), Washington, D. C., David McCracken, 
November 1 969. 14P. ED 034 062. 
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DELAWARE’S OCCUPATIONAL-VOCATIONAL MODEL 


EVALUATION INSTRUMENTS USED 


Attitude Toward Vocational Education 

Revised from Parker and Baker, "A Survey of Attitudes 
Towards Vocational Eduction' 1 , Auburn University, ORDU. 

Elementary Attitude Survey {Levels 1 and 2) 

DOVM Staff 

Elementary Occupations Test (Levels 3 and 4) 

DOVM Staff 

Evaluation bv T4C Teachers 
DOVM Staff 

Evaluative Measures. 

DOVM Staff 

Index of Social Position (Test administered to Vo Tech. 

DOVM Staff Students) 

Occupations Test (Levels 5 and 6) 

DOVM Staff - Revised from The Compre h ensive Evaluation 
Project . Final Report ED 037 571, 1970. 

Questions For Field Trips 
Abel xSdel Program 

Dr. Walter Wernick, Project Director 
Northern Illinois University 
Dekalb, Illinois 60115 

School & Learning Attitude Survey (Levels 5-8) 

Instructional Objectives Exchange 

Teacher-made Unit Tests (Levels 4, 5 and 6) 

DOVM Staff and Teachers 

Test of 3asic Experiences T 0 B E (Levels 1 and 2) 

Published by CTB/McGrav; Hill, Del Monte Research Park, 
Monterey, California 93940 

Vocational Development Inventory (Levels 5 and 6) 

John 0. Critcs, Ph.D. 

The University of Iowa 

\ 

Vocational Preference Invento ry 

Developed by John L. Huiland, Ph.D. 

Consulting Psychologists Pres’s 

577 College Avenue 

Palo Alto, California 94306 

Work Values Inventory (Grades 7-12, College, Adult) 

Donald E. Super 

Teachers College, Columbia University 
Houghton Mifflin Company 
Boston, Massachusetts 




PUBLISHERS INDEX 


Acropolis Books 
Colortone Building 
2400 17 Street, N. W. 

Washington, D. C. 20009 

« 

Addisonian Press 

Addison-Wcsley Publishing Co., Inc. 
Reading, Massachusetts 01^67 

American Association of 
School Administrators 
1201 16 Street, N. W. 

Washington, D. C. 20036 

American College Testing Program 
Research and Development Division 
East Washington Street 
Iowa Cit/, Iowa 52240 

American Educational Research Assoc. 
16th Street, N. W. 

Washington, D. C. 20036 

American Home Economics Assoc. 

2010 Massachusetts Avenue, N. W. 
Washington, D. C. 20036 

American Hospital Association 
Special Reports Division 
840 N. Lake Shore Drive 
Chicago, Illinois 60611 

American Industrial Arts Assoc. 

National Office 

1201 16 Street, N. W. 

Washington, D. C. 20036 

American Personnel & Guidance 
Association 
New Hampshire Avenue 
Washington, D. C. 20009 


American Psychological Assoc. 
1200 17 Street, N. W. 

Washington, D. C. 20036 

American Technical Society 
848 East 58 Street 
Chicago, Illinois 60637 

American Vocational Assoc., Inc. 
1510 H Street, N. W. 

Washington, D. C. 20005 

Annual All Ohio Elementary 
School Guidance Conference 
Division of Guidance & Testing 
State Dept, of Education 
751 Northwest Boulevard 
Columbus, Ohio 43212 

Appleton-Century-Crofts, Inc. 
Educational Division of 
Meredith Corporation 
440 Park Avenue, South 
New York, N. Y. 10016 

ARCO Publishing Company, Inc. 

219 Park Avenue, South 
New York, N. Y. 10003 

AVA - see American Vocational 
Assoc., Inc. 

Bennett, Charles A. Company, Inc. 
809 W. Detweiller Drive 
Peoria, Illinois 61614 

Bowker, R. R., Company 
Xerox Education Group 
1180 Avenue of the Americas 
New York, N. Y. 10036 


Brown, William C. & Company 
135 South Locust Street 
Dubuque, Iowa 52003 

Career Information Services 
New York Life Insurance Co. 

Box 51 , Madison Square Station 
New York, N. Y. 10010 

Center for Technological Education 
San Francisco State College 
1600 Holloway 

San Francisco, California 94132 

Central Columbia High School 
4777 Old Berwick Road 
Bloomsburg, Pennsylvania 17815 

Changing Times Education Service 
1729 H Street, N. W. 

Washington, D. C. 20006 

Children's Press 

\\ Division of Rcgenstciner Publishing 
1224 W. Van Buren Street 
Chicago, Illinois 60607 

Chilton Book Company 

401 Walnut Street 

Philadelphia, Pennsylvania 19106 

Collier Book Edition 
Harper & Brothers 
The Macmillan Company 
866 Third Avenue 
New York, N. Y. 10022 

Cornerstone Library Publications 
Simon & Schuster, Inc. 

630 Fifth Avenue 
New York, N. Y. 10020 

Curtin Publications, Inc. 

236 East 47 Street 
New York, N. Y. 10017 

DCA Educational Products, Tnc. 

4865 Stenton Avenue 
Philadelphia, Pennsylvania 19144 


Dell Publishing Company, Inc. 

750 Third Avenue 
New York, N. Y. 10017 

Denison, T. S. & Company, Inc. 

5100 West 82 Street 
Minneapolis, Minnesota 55431 

Dick, A. B., Company 
5700 Touhy Avenue 
Chicago, Illinois 60648 

Doubleday & Company, Inc. 

277 Park Avenue 
New York, N. Y. 10017 

Dutton, E. P., & Company, Inc. 

201 Park Avenue, South 
New York, N. Y. 10003 

Education, U.S.A. 

See: National School 
Public Relations Association 

Educational Development 
Center, Inc. 

See: Workshop for Learning Things 

Education Research 
P. O. Box 34 

Somerset, New Jersey 08873 

Educational Research & 

Development Complex 
State University at Buffalo 
Buffalo, New York 14214 

Educational Technology 
Publications, Inc. 

140 Sylvan Avenue 
Englewood Cliffs, N. J. 07632 

Educational Testing Service 
Princeton, New Jersey 08540 

Elementary Science Study of Education 
Development Center, Inc. 

55 Chapel Street 

Newton, Massachusetts 02160 
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ERIC Clearinghouse 
Vocational & Technical 
Information 

Publications Department 
Ohio State University 
Columbus, Oh|o 43210 

ERIC Documents Reproduction Service 
Leasco Information Products, Inc. 

P. O. Drawer 0 
Bethesda, Maryland 20014 

Fearon Publishers 
Educational Division of 
Lear Sicgler, Inc. 

6 Davis Drive 
Belmont, California 94002 

Ferguson, J. G., Publishing Company 
Subs, of Doubleday & Company, Inc. 
6 North Michigan Avenue 
Chicago, Illinois 60602 

Ford Motor Company 
Educational Affairs Department 
Dearborn, Michigan 48021 

General Learning Corporation 
250 James Street 
Morristown, Mew Jersey 0/960 

Goodheart-Wilcox Company, Inc, 

123 West Taft Drive 
• Holland, Illinois 60473 

Harcourt, Brace, Jovanovich, Inc. 

757 ihird Avenue 
New York, M. Y. 10017 

Harper & Row Publishers 
49 East 33 Street 
New York, N. Y. 10016 

Hearst Books 

Division of l.earst Magazines 
250 West 55 Street 
New York, N. Y. 10013 


Heath, D. C. & Company 

125 Spring Street 

Lexington, Massachusetts 02173 

Holt, Rinehart & Winston, Inc. 

Subs, of Columbia Broadcasting Sys. 
383 Madison Avenue 
New York, N. Y. 10017 

Houghton Mifflin Company 
Educational Division 

110 Tremont Street 

boston, Massachusetts 02107 

Institute for Development of 
Educational Activities, Inc. 

P. O. Box 628 
Far Hills Branch 
Dayton, Ohio 45419 

Intext Educational Publishers 
Div. of Ir.text Publishing Group 
Scranton, Pennsylvania 18515 

Johnson, h. c., Press, Inc. 
Vocational Education Division 
P. O. Box 4156 
1800 Broadway 
Rockford, Illinois 61110 

Jossey-Bass, Inc., Publishers 

615 Montgomery Street 

San Francisco, California 94111 

Leslie Press, Inc. 

111 Leslie Street 
Dallas, Texas 75207 

Leswing Communications, Inc. 

3665 Sacramento Street 

San Francisco, California 95817 

Little, Brown £ Company 

34 Beacon Street 

Boston, Massachusetts 02106 
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MB Mini Buildings, Inc. 

P. O. Box 222 
Flushing, Michigan 48433 

McGraw-Hill Book Company 
330 West 42 Street 
New York, N. Y. 10036 

McKnight & McKnight Publishing Co. 

U. S. Route 66 at Towanda Avenue 
Bloomington, Illinois 61701 

Melmont Publishers, Inc. 

Subs, of Children's Press 
1224 West Van Buren Street 
Chicago, Illinois 60612 

Merrill, Charles E., Publishing Co. 
Division of Pell & howell Co. 

1300 Alum Creek Drive 
Columbus, Ohio 43216 

National Association of Industrial 
and Technical Teacher Educators 
Dept, of Industrial Education 
Bldg. C., South Campus Courts 
Purdue University 
Lafayette, Indiana 47907 

National Foundation for Education 
Research in England & Wales 
Book Publishing Division 
2 Jennings Building 
Thames Avenue 
Windsor, Berks SL4IQS 

National School Public Relations Assoc. 
1201 16 Street, N. W. 

Washington, D. C. 20036 

National Vocational Guidance Assoc. , Inc. 
A Division of the American 
Personnel & Guidance Assoc., Inc. 
Publications Office: 

20th & Northampton Streets 
Easton, Pennsylvania 18042 


Nebraska Dept, of Education 
Division of Vocational Education 
233 South 10 Street 
Lincoln, Nebraska 68508 

New Jersey Health Careers Service 
375 West State Street 
Trenton, New Jersey 08615 

New Jersey State Dept, of Education 
Bureau of Occupational Research 
Development 

Division of Vocational Education 
Trenton, New Jersey 08625 

New Mexico Dept, of Education 
Vocational Technology Division 
Capital Building 
Sante Fe, New Mexico 87501 

Olympus Publishing Company 

955 East 9 South 

Salt Lake City, Utah 84102 

-■v. 

Palmer Publications 
25 West 45 Street 
New York, N. Y. 10036 

Pendell Publishing Company 
Midland, Michigan 48640 

Penn, William, Publishing Corp. 

See: Tudor Publishing Company 

Praeger Publishers, Inc. 

The Center for Urban Education 
Subs, of Encyclopedia Britannica, Inc. 
111 Fourth Avenue 
New York, N. Y. 10003 

Prakken Publications 
416 Long Shore Drive 
Box 623 

Ann Arbor, Michigan 48107 

Prentice-Hall, Inc. 

Englewood Cliffs, N. J. 07632 
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The Rand Corporation 
Communications Department 
1700 Main Street 
Santa Monica, California 90406 

The Regents of the University of 
Wisconsin 

Madison, Wisconsin 53706 

Tudor Publishing Company 

572 Tifth Avenue 

New York, N. Y. 10036 

U. S. Dept, of Agriculture 
Office of Information 
Division of Publications 
Washington, D. C. 20250 

U. S. Department of the Army 
Headquarters 

Washington, D. C. 20315 

U. S. Dept, of Commerce 
Office of Publications 
Washington, D. C. 20301 

U. S. Dept, of Health, Education 
and Welfare 
Office of Education 
Publications Distribution Unit 
400 Maryland Avenue, S. W. 
Washington, D. C. 20202 

U. S. Dept, of Labor 
Bureau of Labor Statistics 
Occupational Outlook Service 
441 G Street, N. W. 

Washington, D. C. 20212 

U. S. Dept, of Labor 
Manpower Administration 
Office of Assistant Manpower 
Administrator 
Publications Room 550 
1726 M Street, N. W. 
Washington, D. C. 20210 


U. S. Department of Navy 
Headquarters 

Washington, D. C. 20390 

University of Maryland 
College of Education 
Bureau of Education Research & 
Field Studies 

College Park, Maryland 21201 

University of Minnesota 
Dept, of Industrial Education 
Minneapolis, Minnesota 55455 

Upjohn, W. E. , Institute for 
Employment Research 
300 South Westnedge Avenue 
Kalamazoo, Michigan 49007 

Vintage Books 

A Division of Random House 
Subs. of Radio Corporation of 
America, Inc. 

201 East 150 Street 
New York, N. Y. 10022 

Vocational Education Advisory 
Council 

Reprints for sale by: 

U. S. Government Printing Office 
See: Superintendent of Documents 

Vocational Foundation, Inc. 

353-Park Avenue, South 
New York, N. Y. 10010 

Walch, J. Weston, Publisher 
Box 1075 

Portland, Maine 04104 

Westinghouse Learning Corporation 

100 Park Avenue 

New York, N. Y. 10017 

Wiley, John & Sons, Inc. 

605 hird Avenue 
New York, N. Y. 10016 
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Putnam's Sons, G. P. 

210 Madison Avenue 
New York, N. Y. 10016 

Rand McNally & Company 
8255 Central Park Avenue 
Mailing Address: Box 7600 
Chicago, Illinois 60630 

Random House: See Vintage Books 

Ronald Press Company 
79 Madison Avenue 
New York, N. Y. 10016 

Rosen, Richards, Press, Inc. 

29 East 21 Street 
New York, N. Y. 10010 

Rutgers, The State University 
Curriculum Laboratory 
Dept, of Vocational-Technology 
Education 

Bldg. 4103-Kilmer Campus 
New Brunswick, New Jersey 08903 

• 

Sams, Howard W. 6c Company, Inc. • 

Publishers 

Subs. of ITT 

4300 West 62 Street 

Indianapolis, Indiana 46268 

r J 

Scholastic Rook Services, 

Scholastic Magazines 
50 West 44 Street 
New York, N. Y. 10036 

Small Business Administration 
Publications Unit 
1441 L Street, N. W. 

Room 100 

Washington, D. C. 20416 

Southern Illinois University 
Technical & Industrial Education 
Carbondale, Illinois 62901 


State of Delaware 
Dept, of Public Instruction 
Division of Vocational Education 
Dover, Delaware 19301 

State of Minnesota 
Dept, of Education 
St. Paul, Minnesota 55101 

State of New Jersey 
Department of Education 
Division of Vocational Education 
225 West State Street 
Trenton, New Jersey 08608 

Superintendent of Documents 
U. S. Government Printing Office 
Washington, D. C. 20402 

The Center for Vocational & 

Technical Education 
The Ohio State University 
1900 Kenny Road 
Columbus, Ohio 43210 

The Instructional Objectives 

Exchange 

P. O. Box 24095 

Los Angeles, California 90024 

/ 

The Interstate Printers & 

Publishers, Inc. 

19 North Jackson Street 
Danville, Illinois 61832 

The Macmillan Company 
Subs, of Crowell, Collier 6c 
Macmillan, Inc. 

866 Third Avenue 
New York, N. Y. 10022 

The Ontario Institute for 
Studies in Education 
102 Bloor Street, West 
Toronto, Ontario 

The Pennsylvania State 
University Press 
215 Wagner Building 
University Park, Pennsylvania 16802 
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Workshop for Learning Things , Inc 
5 Bridge Street 

Watertown, Massachusetts 02172 


World of Work Education 
Detroit Public Schools 
Detroit, Michigan 43200 


•V 
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